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3 June 1981 


MEMORANDUM FOR : Director of Data Processing 


FROM : | | 

Deputy Chief, Special Projects Staff/ODP 

SUBJECT i Special Projects Staff Weekly Status 

Report for Week Ending 2 June 1981 


1. SAFE 

There Is nothing of significan ce to rep ort* 

2. ADSTAR CZZZZJ 

\ 

A. Section 4, Verification Operations, of the 
System Design was completed, 

B. A second draft of Section 5, User Workstation 
Operations, of the System Design was completed. 

C. Section 3, Camera Workstation Operations, was 

complet ed. "■ "" 


STA' 


STAl 


STAT 
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